1973-1974 

WILTON  WOODS 
ELEMENTARY  SCHOOL 


WM 


Mrs.  Virlinda  J.  Snyder  —  Principal 


Mrs.  Bouchard  —  Secretary 


Safety  Patrol  &  Sponsor 


Cafeteria  Staff 


S.C.A.  Officers  &  Sponsor 


Cafeteria  Staff 


Custodian 


ww 


FACULTY 


MRS.  DAWSON  —  GRADE  6 


MRS.  KREBER  —  GRADES  5/6 


MRS.  BRANTLEY  —  GRADES  5/6 


MRS.  SCOTT  —  GRADE  5 


MRS.  REYNOLDS 
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GRADE 5 


MISS  HOBART  —  GRADE  4 


MISS  ATKINSON  —  GRADE  4 


MRS.  JONES  —  GRADES  3/4 


MISS  VAZQUEZ  —  GRADE  3 


MISS  WURSCH  —  GRADE  2 


MRS.  HILLEN  —  GRADE  2 


MRS.  WELLS  —  GRADE  1 


MRS.  PIEROTTI  —  A.M.  KINDERGARTEN 


MRS.  PIEROTTI  —  P.M.  KINDERGARTEN 


